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E.O. 11652:N/A 

TAGS: ASEC 

SUBJECT: ALARM AND ACR EQUIPMENT 
REF: PEKING 801 

HONG KONG FOR RTC, PEKING FOR RSO 

1. MODULE BOARDS AND ZONES FOR PDI-803 WILL BE POUCHED 
SHORTLY UNDER REGISTRY NUMBER 2792656. 

2. FOIL TAPE FOR WINDOWS WILL BE POUCHED WITHIN FEW DAYS. 
NOW KNOWING QUANTITY NECESSARY, WILL ESTIMATE AMOUNT. 

3. A /C MOTOR FOR UNIT IN PROCUREMENT PROCESS AND WILL BE 
SHIPPED WHEN RECEIVED. KISSINGER 
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